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Technical Associates Services (TAS) aim to provide cost effective 
engineering solutions to people and industries in Nepal. 


We provide complete solutions for Water Treatment Systems, Waste 
Treatment Systems, Water Treatment accessories, Pharma water 
distributions system, Pumping Solutions (Grundfos Pumps), Compressed 
Air Systems, Medical Gas Pipeline Systems, Sprinklers & Irrigation System, 
Professional Laundry solutions, PSA type Oxygen & Nitrogen Generators, 


Modular Operation Theatres, Fire Fighting Systems and Flowmeters. 
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Our Products 


Water Treatment and Heating Solution 


Water 
Source 


wT 


li) 
Bp age 


Homes & 
Businesses 


< When it comes to heating systems for 
domestic, commercial, and industrial 
premises in Nepal, electric options such as 
heat pumps and thermal solar are a close 
second to natural gas as the preferred 


primary choice. 


WATER AND SPACE HEATING 
HEATING 


Technical Associates Services (TAS) 
provides the right water treatment solution in 
Nepal where you can have clean, safe, and 
healthy water for your home, business, or 


community. 


WATER TREATMENT SYSTEM 
WATER AND WASTE 


We offer a range of solutions for various > 
applications in industrial sector, commercial 
and the hospitality industry. We offer efficient, 
cost-effective, end-to-end total sewage & 


waste treatment solutions. 


WASTE & EFFLUENT TREATMENT 
WATER AND WASTE 


Providing the Best Sustainable Heating Solution With 


THERMAX TCA 


We are the authorized distributors of Thermax Global 
providing the best Domestic and Industrial heating solution 


and boilers in Nepal 


Explore More 


We are authorized sales and service partner 


of Oxymat A/S in Nepal. Oxymat is a Danish... 


OXYGEN & NITROGEN GENERATORS 
OUR PRODUCTS 
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Our Products 


Hospital and Medical Solution 


TAS offers sales and installation of cubicle 
tracks and curtains for the Health Care 


Industry and others. 


MEDICAL CURTAIN & TRACK SYSTEM 
HOSPITAL SOLUTIONS 
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HotWater HeatPumps!n Nepal 

Water and SpaceHeating Systems In Nepal 


Thermal Solar Water Heater In Nepal 


TAS is the Nepal's largest supplier of medical 


gas equipment, including medical air plants... 


MEDICAL GAS PIPELINE SYSTEM 
HOSPITAL SOLUTIONS 


Contact Us 


Aspen Marg, Maitighar, 

St. Xavier CollegeRd, 
Kathmandu, Nepal -44600 
Tel: 01-5339555 


E-mail:info@tas.com.np 


Technical Partner: Encode Tree 


